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Inspection Report 


THE HAWTHORN CORPORATION 

Customer ID: 2564 


Certificate; 33-C-0053 


She; TRA 


THF HAWTHORH OOflPOBATlClH 

29675 W CHARDON ROAD 

Tytte; ROJTINE INSPECTION 

GRAYS LAKE, IL 60030 

Date; At>g-04-£O1 1 


This was a FOCUSED inspectton tiased on the non-compliani items ideniilied at lf»e time ol the Iasi inspeclkin ol the 
TRA aild oonduated on 6/2^i'l 1 . The ncin-cdniplianl itama have been corraicliad by Ibe Licenaaa. 


MOTF This inspeclion took place at the Cole Brothers Circus in Mays Landing, NJ. Exit interview held 6W1 1 with 
facilily persorinel. END OF REPORT. 


PAULA GLADUE, Y M D 


PAULA S GLADUE, V M D USDA, APH IS, Animal Care 

Title; VETE Rl NARY M EPICAL QFFIC ER Inspector 1 054 
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